no
retted sulphite of lime in solution, and deposits sulphur: the liqoid treated with nitrate of lead, gives as above the white, silvery sulphuretted sulphite of lead as a precipitate,, and" holds nitrate of lime in solution-
Hydrosulphuret of lime. This compound may be formed by passing* sulphuretted hydrogen into lime water; the water assumes a brownish colour, but the .point of saturation is not easily found, as the lime water is not neutralized so as to shew by the colour test, and water of itself absorbs above twice its volume of the gas. By means of a neutral solution of nitrate of lead it may be found that 1000 lime water in volume, require about 600 sulphuretted hydrogen, because then a mutual saturation is observed by double affinity\ that is, sulphuret of lead and neutral nitrate of lime are formed; but.otherwise the liquid remaining is either acid or aU. kaline, Hydrosulphuret of Mine, as well as the other hydrosulphurets, has a peculiar bitter taste. It forms a useful reagent in regard to metals, but is,apt to be spoiled by keeping, owing to the acquisition of oxygen,,